PRINCE CHARLES HOTEL 

(Fireproof) 

FAYETTEVILLE, N. C. 

U. S. 301 and 15 A 
Air Conditioned Bedrooms 
and Dining Room 

RICHARD P. TAYLOR. Mgr. 
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